LIABILITY ASSURANCE CORPORATION, LTD. 


UNITED STATES BRANCH 
Executive Offices: 110 Milk St., Boston, Mass. 


EDWARD C. STONE 
Percy Simon T/A Newark Eagles United States General Manager 
Baseball Club and Attorney 
71 Crawford Street 
Newark, New Jersey 


June 2, 1943 


Gentlemen : 


RE: WC-372954/879894 ADDITIONAL PREMIUM $53.21 


Attached is our bill and duplicate Report of Audit on the 
above-captioned additional premium. You will note that the 
premium has already been fully earned and is due for payment. 


Will you please send a bank check or your certified check in 


payment by return mail. 


Very truly yours, 


Superintendent 
Accounts Department 


FIDELITY AND SURETY BONDS AND ALL FORMS OF CASUALTY INSURANCE 


